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Message Text 



PAGE 01 STATE 154277 
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ORIGIN ERDA-07 

INFO OCT-01 CIAE-00 COME-OO DODE-OO EB-07 NSAE-00 TRSE-00 

EUR- 12 ISO-OO MC-02 ACDA-05 EA-06 /040 R 

DRAFTED BY ERDA:JFKRATZ:ERS 
APPROVED BY EB/ITP/EWT: JMGREGORY, JR. 

RPE 

001920 

P302135Z JUN75 

FM SECSTATE WASHDC 

TO USMISSION OECD PARIS PRIORITY 

CONFIDENTIAL STATE 154277 

EXCON 

E.O. 11652: XGDS-1 
TAGS: ESTC. COCOM 

SUBJECT: COCOM LIST REVIEW - IL 1016. 1584 - NC MACHINE 
TOOL ELEMENTS AND OSCILLOSCOPES 

1) DURING DISCUSSION OF THIS ITEM IN THIRD ROUND, 
NETHERLANDS DEL INDICATED HIS AUTHORITIES WERE OPPOSED TO 
THE ADDITION OF GRADUATED SCALES IN SUB-ITEM (C) OF US 
PROPOSAL. US ATTEMPTS AT THAT TIME TO ELICIT FROM DEL 
BASIS FOR OBJECTION WERE UNSUCCESSFUL DUE TO ABSENCE OF 
NETHERLANDS TECHNICAL EXPERTS. 

2) IN OUR PREPARATION FOR FOURTH ROUND POSITION ON THIS 
ITEM IT WOULD BE HELPFUL TO KNOW DETAILED REASONS FOR 
NETHERLANDS OBJECTION TO INCLUSION OF GRADUATED SCALES 
IN THIS SUB-ITEM. US BELIEVES THESE SCALES SHOULD BE 
INCLUDED, AT THE CUTOFF PARAMETERS INDICATED, AND SEE NO 
REASON WHY EMBARGO CONTROLS SHOULD NOT BE EXTENDED TO 
ALL FEEDBACK DEVICES, NOT JUST INDUCTIVE TYPES. 

CONFIDENTIAL 

PAGE 02 STATE 154277 

3) ADDITIONALLY, CANADIAN DEL REFERRED TO SATISFACTORY 
USE IN CANADA OF POLISH MADE 150 MHZ BANDWIDTH REAL TIME 
OSCILLOSCOPES. US EXAMINATION OF IL 1584 MAY BE 
FACILITATED BY OBTAINING TECHNICAL DESCRIPTIONS OF THE 
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SCOPES IN QUESTION AS WELL AS AMPLIFICATION OF THE CANADIAN 
REMARKS RE THEIR SERVICEABILITY AND QUALITY. 

4) ACTION REQUESTED: ASK DUTCH FOR DEFINITIVE INFORMA 
TION ON WHICH THEIR OBIECTION IS BASED IN TIME FOR US 
CONSIDERATION OF FOURTH ROUND POSITION. SIMILARLY, 

REQUEST CANADIAN DEL FOR ADDITIONAL TECHNICAL DETAILS 
AND ANALYSIS OF CANADIAN EXPERIENCE WITH POLISH 150 MHZ 
SCOPES. INGERSOLL 

CONFIDENTIAL 



« END OF DOCUMENT » 
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